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Erratum 


Erratum to “Binding mechanism of coronavirus main proteinase 
with ligands and its implication to drug design against SARS” 
[Biochem. Biophys. Res. Commun. 308 (2003) 148-151]* 


Kuo-Chen Chou,?”* Dong-Qing Wei,” and Wei-Zhu Zhong*? 


* Gordon Life Science Institute, 7088 Arbor Valley, Kalamazoo, MI 49009, USA 
> Tianjin Institute of Bioinformatics and Drug Discovery (TIBDD), Tianjin Normal University, Tianjin, China 


In Fig. 4 on page 150, the ligand is labeled incorrectly as “AG7088.” It should be labeled “KZ7088.” For the 
reader’s convenience, a corrected Fig. 4 appears here. 
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Fig. 4. A close view of the binding interaction between KZ7088 and the 
SARS enzyme. As shown in the figure, KZ7088 is tethered to the en- 
zyme by six hydrogen bonds (dotted lines). The detailed atoms in 
forming the hydrogen bonds are given in Table 2. 
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